Universal Fire 
Protection 


Our Company is one of the well-known fire fighting 
equipment company in Pakistan which provide 
repairing and maintenance of Fire Alarm System, Fire 
extinguishers, Hose Reels and Hose Boxes, sirens for 
alarming fixed automatic extinguishing system and 
refilling of all types of fire extinguishers. 
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Fire Alarm System 
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Safety Signs 


SITE SAFETY 


No 
unauthorised 
access 
No 

smoking 
= on site 
All visitors 
must report 


to reception 


CCTV CAMERA SYSTEM 
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Universal Fire Protection 
Dealing all Protection Equipments & 
Services 


